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Tabl* HI - Typ* 81 Motor* 

ff to Tabular for S? aatyly 'M«Un* JiAi 
STdchronW if ar*t*M 

1 - Motor iflu*b«r 

2 - Volta®* at th* Motor Terminals (volta) 

1 ~ Maximus Current P*r Phaa* (a*pwaa) 

U - Pha»« fl**lstanc* at 20* C (ohn*) 

5 - Ballast rfc*#lstance Par Pha»* (ot»a) 

6 - (hmbor of Positions for On* Shaft Bwolution 
n - Weight (kilograms) 
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Table IV - Type SCh Motor* 
k„ t tc oaf for S O # Motor* . saacUT* 
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further information on. th« court ruction,, irate, and accuracy of the not ore 
ment ioned in this report a is available in the scarce indicated?,, 
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